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ORGAR3ZATIOK 

17 October 1957 


GRQANIZATIOI? AND FIECTI0H8 
TOAWSFER OP RaOULATIOHS CONTROL STAJP 


X* Effective 14 October 1957, the functions end responsibilities 
of the Regulations Control Staff were transferred frafl the Management 

Staff to the lssKdlete office of the Deputy Director (Support). 

dty J W~ K 1 , ^ 

2. All correspondence relating to„ retaliatory naterial ^all be 
addressed to the Deputy Director (Support), Rocsi 121, East Building. 
FC® THE DIRECTOR OF CENTRAL IHTEXLICENCE* 
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SICKED 

L. K» ^WITE 
Deputy Director 
(Support) 


SA-DD/S:WEB: ecb (17 Oct 57) 

DISTRIBUTION* AB 

Orig - AC-RCS 
1 - DD/S Chrono 
Li""- DD/S Subject 
1 - DD/S Reading 



i 


Approved For Release 2002/02/05 : Cl, 


78-0471 8A002400030003-1 



